Declassified in Part - Sanitized Copy Approved for Release 2012/02/14 : CIA-RDP78-03172A000300020047-7 


• f - 


y U 




26 August 195^ 


MeMORANOUM POf? : Chief, TSS/EO 
THR01X3H : ACAsS/TA 

acAss/r & D 

•SUBJECT : Test and Evaluation of Time Lapse Camera 


1. Attached herewith is one complete prototype model 
OK the 3‘3Mm Time Lapse Camera with instructions. It is 

REQUESTED THAT YOU TEST AND EVALUATE THE SYSTEM FROM AN 
ENGINEERING STANDPOINT. 

2. The purpose of your test should be to determine 

the strong and weak points of the device and make recommenda 
TIONS for improvement IN FUTURE MODELS. 


25X1 

DCASS/PSD 


Distribution: 
Or I G t. I 




Addressee 

TSS/aPD 

TSS/SR8 

TSS/PSD/Files 


TSS/PSD/^ 


JM 


25X1 



r r 9 c VK”* v j? ^ 

’ r 0 '5^ Fjn: 

'u.> P CJ? / 

i - 2 .C ^<5 


- ^ 

il'is ^ 
srH; HK 


Declassified in Part - Sanitized Copy Approved for Release 2012/02/14 : CIA-RDP78-03172A000300020047-7 




